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MINUTES OF THE 122nd FDD CAREER SERVICE BOARD MEETING 

22 July 1959 


25X1 A 


The Board noted that i i-- — — . „ 

3RR effective 9 August 1959 with change in Career Service Designation 


Twill be transferring to 


Career 


The Board also noted the review of | _j~v - . « 

Preference Outline in which he expressed a desire ror aoministrative 

type work. 


25X1 A 


Secretary 


25X1 A 


Approved For Releasg^£||J|^y]^]\-RDP78-03131A000100030021-8 





